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Safety Request 

• NASA Safety and Mission Assurance requested that 
the Orion Program develop a single fault tolerant 
lanyard separation connector. 

• Not physically possible due to the Orion environments. 

• Eaton is developing a Dual Release Lanyard connector 
for the Orion Program. 


